The Nancy Lincoln Inn, conceived and built 
by James R. Howell of Hodgenville, in 1928, 
is located next to the beautiful Abraham 
Lincoln National Historical Park, Hodgenville, 
Kentucky. 
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Nancy Lincoln Inn at Abraham Lincoln National Historical Park, Hodqenville, Kentucky 




